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(HOUSING   TECHNICAL SUB-COMMITTEE)

I. General view of B.I.S.F. Type C two-storey panel construction, In which rust-proofed external steel sheet and windows are already    J^
attached at the factory before delivery.                                                                                                                                                        ***